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Shaneyfet. fyndsl N.0. testimony, S-I 2/14/69 
Re; Zap film: 


“The witness @aid the frames of the film were numbered for the vurpose of 
analyeis end the important ones were numbered in thax lste 300s and early 4000's." 


"He seid the eovernor was shot between freme 206 and 230, a neriod of about 1.4 
seconds. ‘I feel it was satout the same time the president was'.” Note- he 

only "feels" and it wes not excatly, only "about" the same time, hence he is 
not even ceFatin of the single-bultet theory, thus the entite Report. 


"Oser seed him if using frame 313 containing Gov. Connally and 
Kennedy, who ere in e pernendiculser line, if he developed en engle using e hori- 
zontel line it the spot where Zapruder wes using ais cemera. 

"A, No, I did not. 

"Oo. Am I eorrect ir stating that you had live models for fresident 
Xennedy and Gov. Cerra'’ly in the follow-up cart.cece 


"a, Am I correct ir stating thst you used the skin hole for Kenedy 
and the coat hole for Yoennelly? 

"A tes, 

"GQ. Why didn’t you use Aennecy's coat? 

"A. I don't know," 


The point here, not clesr in the news story, is that in using the 
autopsy version of the “"s'tin” hole they were several inches higher, for in using 
the "coat" hole ou Kennedy there was no possibility at 411 of the seme bullet 
zoing ttno Connslly and having the imputed cut impossible cyurear of Ex 399. 


"Ye, the staff members, saw the originsl end studied it nany times. 
The copy of the film the FBI provided was show to the cownission members on 
many occasions” (Hote, there is no indiestion of either of these things in the 
WC evidences that the "staff" - which Shnneyfelt includes himself in, saw the 
“original” Zapruder film "meny times", or toat any version was shown tie members 
of the Gomnission “on meny occesicns”. 


NRZXMAAKH SMX “Oser tookthe witness, tsking , *According to frame 313 
did you massure the distence fron the tack of ths mmak car and Presidsnt 
Sennedy's shoulders to the book depository window?* 


""No', fsplisd Sksneyfslt. 

"Se Did you measure the distence from the beck of President Xennedy 
and the back of the seat at Frame 314 to the window st any time? 

"Ae I did not. 

"Nser tendered the witness back to Dymond.” 

Dymond asked, if he did not "measure the distance...did you take 
these distances into account? 

"A. Yes. All of the studies I made of the Zepruder film tork into 
account everything I could possibly find to examine. The instances where photo- 
grephs show 6 gigzle or s bump where it muld not be determined as being due 
to an outside movement of the car had to be ruled out because I could net 
in my own mind use it unless I knew tne reason for it.” It is clear ho did not 
"take into acc unt everything 1 ccould possibly find to study, for he did net 
meesure to determine which way tae shot at 313 moved the President, the causes 
or possible causes of "jiggles", the most obvious of which is 2's reactions, etc. 


"Dymond continued his cross-exsminstion. 
"GQ. Mr. Shaneyfel$, in srriving st this conclusion ("my impression 


is thet th shots ceme from the rear"), did you take into sccount tie Movements 
a 
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ef President Kennedy'ts body in frame 313? 
"A, No. In frame 315 there is no movement. 
9. thet about the fremes before end after 3137? 
A.No, I didn't take sccount of the movements of the body, but usbix 


the exploston of President Xennedy's head.” 


In short, Dymond got him to say he avoidear th- obvious and necessary 
tr sieze unon the maantnelees, formexplosions ere in all directions. 


Shsaneyfelt was accanpanied by tro faderel attorneys, assistent 
federel attorneys for “ew Yrleans, anparently, not named, who wanted to heer 
his testimony. Art Kevin described him as "e man under house arrest" from this. 


